Editorial 



The JCB DataViewer scales up 



Elizabeth H. Williams, 1 Pamela Carpentier, 2 and Tom Misteli 

Executive Editor, 2 Associate Editor, and 3 Editor-in-Chief, The Journal of Cell Biology 



One of the major forces driving the birth 
of the field of cell biology was the appli- 
cation of electron microscopy to cells. 
Today, virtual nanoscopy has brought 
electron microscopy and the cell biology 
community to a new frontier in biologi- 
cal imaging and cell biological inquiry. 
The Journal of Cell Biology is pleased to 
announce that the JCB DataViewer is 
"going big" to host electron microscopy 
data at a whole new scale. 



A new frontier: 
Gigapixel images at 
nanometer resolution 

The field of cell biology emerged in the 
1950s with the ability to observe — at 
nanometer resolution — cellular structures 
and their interconnections through the 
electron microscope. Electron micros- 
copy continues to be a valuable tool for 
cell biological studies today. However, 
a limitation of this technology is the 
small field of view captured in a single 
image — only on the scale of a few microns 
square. Although these high-magnification 
images provide impressive resolution of 
the selected area of the cell, they are often 
difficult to put into the broader biological 
context of a cell or tissue. On the other 
hand, overview images taken at a lower 
magnification help to present the big pic- 
ture but lack cellular detail. 

Recent technological developments 
have enabled the integration of imaging 
and computational tools to allow "virtual 
nanoscopy," the visualization of speci- 
mens at nanometer resolution but milli- 
meter scale, a scale unheard of just a few 
years ago. These approaches allow the 
seamless zooming in and out — from sub- 
cellular- to tissue- or even organism-level 
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"See anything?" 



views — without loss of resolution (Fig. 1). 
In the current issue of JCB, Faas et al. 
(2012) describe automated image acqui- 
sition and stitching technology using a 
standard laboratory transmission electron 
microscopy platform to generate large- 
scale electron microscopy datasets. By 
accurately stitching together more than 
26,000 individual images at nanometer 
resolution, they generated virtual slides 
up to 1.5 mm (921,600 pixels) x 0.6 mm 
(380,928 pixels) for a total of 281 gigapix- 
els (http ://j cb-datavie wer .rupress . org/j cb/ 
browse/5553). As a proof of principle, 
they applied this method to generate a 



map of the vast majority of a 5-day post- 
fertilization zebrafish embryo at 1.6-nm 
resolution per pixel (the equivalent of 
16 million dpi). Importantly, the technol- 
ogy described by Faas et al. (2012) does 
not require a customized imaging plat- 
form, and it is applicable to a broad 
range of transmission electron micros- 
copy samples, including samples that 
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Figure 1 . Electron microscopy from nanome- 
ter resolution to millimeter scale. Overlapping 
images at progressively higher magnification 
from a 281-gigapixel composite image of a 5-day 
post-fertilization zebrafish embryo reveal sub- 
cellular features within single-cell, tissue, and 
organismal contexts (image data © Faas et al., 
2012). Red boxes indicate the region selected 
for each successive magnification step (indi- 
cated as percent magnification). The maximum 
original image resolution of 1 .6 nm per pixel 
is shown as 1 00%. 

have been embedded in resin or cryo- 
vitrified and that are either unstained or 
have been immunolabeled using chem- 
ical or immunogold techniques. The 
resulting large-scale images allow the 
interrogation of morphological features 
over scales ranging from subcellular 
organelles and single cells to whole 
tissues to nearly an entire embryo. The 
ability to integrate information across 
cells and tissues in an unbiased manner 



provides an exceptional opportunity for 
discovery — from the cell biological to 
the organismal level. 

Scaling up 

If you can image it, you should be able to 
publish it. Conventional venues such as 
Supplemental Materials sections are not 
sufficient for publishing these large-scale 
image maps, however. To make publica- 
tion of these data possible, JCB announces 
a major enhancement to the JCB Data- 
Viewer to host virtual nanoscopy data at 
the gigapixel scale. The JCB Data Viewer 
was launched in 2008 to promote sharing 
of original data associated with JCB pub- 
lications (Hill, 2008). Since then we have 
expanded the DataViewer to promote 
data analysis (deCathelineau et al., 2010) 
and hosting of entire high-content, image- 
based screens (Williams and Misteli, 
2011). Now, if you are ready to go big 
with your imaging, the JCB DataViewer 
is ready to help you share your data with 
the cell biology community. 

The next frontier 

Despite ever-changing cell biological 
methods, imaging remains one of the 
key tools in our field. JCB remains com- 
mitted to developing cutting-edge tools 
for the presentation of the data that drive 
progress in the field of cell biology. Look- 
ing forward, we know that further fron- 
tiers await us. Wherever the field of cell 
biology goes, JCB will continue to lead 
the way. 
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